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Nestar’s SHADOW file server enables users to save 
their work on two file servers, simultaneously. The 
second (shadow) server acts as a back-up, so that 
no data are lost as a result of a transaction error 
with the primary file server, or if the primary file 
server crashes. 


With SHADOW in place, a simple addressing 
instruction results in all commands being automati- 
cally sent to both the primary and secondary file 
servers. Data are read from a volume mounted on 
a primary file server drive, but written on two 
volumes, primary and secondary. If an error occurs 
during a read, no data are read; if an error occurs 
during a write, the write is attempted on the 
secondary server (if both writes fail, the primary 
file server error code and the message are 
returned). Response codes are compared and, 
when the same, reponses are taken from the 
primary file server; when different, the difference 
is noted and both responses returned. 


SHADOW provides a failsafe, back-up mechanism 
for the PLAN Series systems, to protect against the 
loss of key information and further ensure system 
security, reliability, and safety. 
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